Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

Message Text 

UNCLASSIFIED 

PAGE 01 LAGOS 14905 280853Z 
ACTION AF-10 

INFO OCT-01 ISO-OO EB-08 /019W 

020946 280945Z/20 

R 271610Z DEC 77 
FM AMEMBASSY LAGOS 
TO SECSTATE WASHDC 0000 
USDOC WASHDC 

UNCLAS LAGOS 14905 

E.O. 11652 : NA 
TAGS : BEXP, NI 

SUBJ : GENERAL ELECTRIC WINS NIGERIAN TURBINE AWARD 
REF : LAGOS 14279 

1 . NEPA PRESENTED LETTER OF INTENT TO GENERAL ELECTRIC CORPORATION 
DECEMBER 27 FOR THE PURCHASE OF THREE 20 MEGAWATT TURBINES FOR 
INSTALLATION IN LAGOS AREA. GE REPRESENTATIVE EXPECTS TO RECEIVE 
PAYMENT ON DECEMBER 28 IN FORM OF CHECK. COMPANY BELIEVES IT 
CAN DELIVER, INSTALL AND PUT EQUIPMENT INTO COMMERCIAL 
OPERATION BY END OF APRIL 1978. 

2. BECAUSE GE INVENTORY OF TURBINES IN U.S. IS VERY LOW, 

EQUIPMENT WILL COME FROM MANUFACTURING ASSOCIATE AEG IN GERMANY. 

OF TOTAL PACKAGE PRICE OF DOLS 15.2 MILLION, APPROXIMATELY DOLS 
DOLS 4 MILLION IN GOODS AND SERVICES WILL COME FROM GE SOURCES 

IN U.S. 

EASUM 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 27-Dec-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977LAGOS14905 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770482-1250 
Format: TEL 
From: LAGOS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19771216/aaaaamxx.tel 

Line Count: 42 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 385f0efd-c188-dd11-92da-001cc4696bcc 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 LAGOS 14279 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 08-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 128101 
Secure: OPEN 
Status: NATIVE 

Subject: GENERAL ELECTRIC WINS NIGERIAN TURBINE AWARD 
TAGS: BEXP, Nl 
To: STATE COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/385f0efd-c188-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



